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TO INFO ) CITE 
Fe+—s-5-o-f-E-+ 0211207 cITe 





Ao i{842~- 
B, ~ INTERLOR 
PAYLOAD ARE TANGLED AND STUCK TOGETHER. 
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OF CAPSULE DRY; HOWEVER OUTER wRaps OF 


C. C=!41 49648 
De M2/0815Z MOFFETT NAS 





Fe CAPSULE was RETURNED 1 FACILITATE INVESTIGATION OF 
RECOVERY ANOMOL Y, BECAUSE AYLOAD WRAPP ND STICKING IT 
WAS DECIDED TO RETURN THE ENTIRE CAPSULE TO FOR DEFILMING, 


ACTION TAKEN "a IS AS FOLLOWS 
1, MAIN HARNESS PLUG ON CAPSULE COVER IS DISCONNECTED, 


2e ALL CAPSULE COVER PLUGS HAVE BEEN DISCONNECTED, 
5S. BATTERY IS DISCONNECTED aND CAPPED. 


NO FURTHER PLUG DISCONNECTION IS REQUIRED aT ER 0 remove 
CAPSULE COVER | 





NO ELECTRICAL CONNECTIONS To THE TAKEUPS HAVE BEEN REMOVED, 


REQUEST CAPSULE BE RETURNED TO SB asap FOLLOWING DEFILMING 
FOR EVALUATION, : | 


0-P 3-88 TOR 9212082 JUN 67 
Deciassified and Released by the NRO 
In Accordance with E. O. 12958 


on__ NOV 26 1997 







TicR THAN THE ISSUING OFFICE IS PROHISITED. cory No. 
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